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BILL NO. S-75-12- ^7- 


SPECIAL ORDINANCE NO. S- 


dll^ 


AN ORDINANCE approving a contract with TRI-STATE 
PLUMBING & SUPPLY COMPANY for purchase of 
materials for Water Maintenance and Service 
Department 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That the contract dated November 18, 1975, between 

the City of Fort Wayne, by and through its Mayor and the Board of Public Works 

and TRI-STATE PLUMBING & SUPPLY COMPANY, for: 

1800 ft. - 1" Copper Pipe - 60 ft. Coils $1,314.00 

1000 ft. - 1" Copper Pipe - 100 ft. coils 730.00 


$2,044.00 


all as more particularly set forth on CITY UTILITIES PURCHASE ORDER 7293, 
which is on file in the Office of the Department of Purchasing and is by refer¬ 
ence incorporated herein, made a part hereof and is hereby in all things 
ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from 
and after its passage and approval by the Mayor. 



Councilman 




APPROVED AS TO FORM 
AMD L Lr ' A -k ,TV 














Read the first time in full and on motion by , seconded by 

, and duly adopted,! read the second time by title and referred 
to the Committee on (andH?h«-4i4y»£i3n 

X^m4ssiifTrTor recommendation) and Public Hearing to be heTcTafter ~due~Ted"al notice, 

at^-tne.G©mcd1'“thaTnBers , Cit.v-County Building, Fort Wayne, Indiana, on_ 

3“T97 



CTTrTtERK ' 

Read the third time in full and on motion by _ 

seconded by . , and duly adopted, placed on its passaqe. 
Passed (-tes*) by the followina vote: 
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TO-WIT 
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MOSES 
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NUCKOLS 


SCHMIDT, D. 
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SCHMIDT, V. 
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STIER 

p< _ 

TALARICO 

;)( _ 


/*- zJJsZsl 


CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (Zofwm-M gt n p ( Gep -g Hrl) (Annexati on) (Special) ( A ppropriatton) Ordinance 
(Rese+trtTOn 1 No. _^^ o n th e d ay , 197 0 . 



n . ■.•■rpixT" 

Presented bv 




M. 


4 -the Mayor of the City of Fort Wayne, Indiana, on the Q? 

, 197 JT , at the hour of o'clock 


_M.,E.S.T. 


‘cTty c 

Approved and signed by me this d ay of 


at the hour of _ 


‘f.-OD o', 










































































S-75-12-27 


We, your Committee on 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
City Utilities _ to whom was referred an Ordinance 


approving a contract with TRI-STATE PLUMBING & STTPPT.Y pompamv 

for purchase of materials for Water Maintenance and Service Dsnmment 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 




Paul M. Burns - Chairman 


Donald J. Schmidt - Vice-Chairman 





Winfield C. Moses, Jr. 




William T Hinga~ 


Fredrick R. Hunter 




mi 


/ate If , 


CONCURRED IN 


CHARLES W. WESTERMAN, £ltV eysu* 































THE CITY OF FORT WAYNE 


board of public works 
city-county building 
one main street 
fort wayne, indiana 46802 


November 21, 1975 


The Common Council 
Fort Wayne, Indiana 

RE: City Utilities Purchase Order 7293 
Gentlemen and Mrs. Schmidt: 

Attached is a copy of City Utilities Purchase Order 7293 to Tri-State Plumbing 
& Supply Company in amount of $2,044.00 for copper pipe to be used in Water 
Maintenance and Service Department. 

Because this material was accidently omitted when blanket orders were issued, 
the supply is dangerously low. 

The Board, therefore, requests a "Prior Approval". An Ordinance will be 
submitted December 9, 1975. 


Sincerely, 


BOARD OF PUBLIC WORKS 



JDB:bt 
cc: Mayor 

Enc: Purchase Order 



7 


MEMBERS OF THE COMMON COUNCIL 


ATTEST: 



City Clerk 



AN EQUAL OPPORTUNITY EMPLOYER 














LX- 332-13 


©DW ®[F [F®[ST \5MVME 

CITY UTILITIES 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 


r 


Tri-State Plumbing & Supply Co 
1120 Taylor Street 
Fort Wayne, Indiana 


L 





ship to ■ 


Water Maintenance & Service 
415 E. Wal lace St. 

Fort Wayne, Indiana 


MAILS^&i. If' 


CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE. INCLUDING 
CERTIFICATION. AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


1800 fit 

1000 ft 


1" Copper Pipe, Soft Type "K" 
Soft 60 ft. 'ColIs 


1 M Copper Pipe, Soft Type "K" 
Soft 100 ft. Coils 


,73ft. 

,73ft. 


1314.00 

730.0 


2044.0!) 


2% 10 Net 30 days 
F.O.B. De1ivered - 
Ship-at once- (T/L coming out this -week) 


C/A SUBJECT TO C0UNCI LiMANIC APPROVEL 


m\on} ; 


w* m 


to 


Confirming phone 11/13 
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and V 


^voices 

floor, 

'IE- 

W.oyoe: 

o . 

rlvoioe- 


.crt 


, Gonerai 
.VpountV 
-AauT S'- 

Indiana 

jQ3* on P 


Accoo 

Bldg- 


AS802 

ic'sdng 
























DIGEST SHEET 


TITLE OF ORDINANCE Special Ordinance 




DEPARTMENT REQUESTING ORDINANCE _ 


Board of Public Works 


SYNOPSIS OF ORDINANCE Covers City Utilities Purchase Order 7293 to Tri-State _ 

Plumbing & Supply Company in amount of $2,044.00 for copper pipe to be used in 

Water Maintenance and Service Department,.^ :i 

Because this material was accidently omitted when blanket orders were issued, the 

supply is dangerously low. 


NOTE: Prior Approval attached 


EFFECT OF PASSAGE Needed increase in inventory for Water Maintenance & Service 


EFFECT OF NON-PASSAGE Inadequate inventory of copper for Water Maintenance & Serv ice 

I 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) $2,044.00 cost to Utilities 



ASSIGNED TO COMMITTEE 





























